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Message Text 


CONFIDENTIAL 

PAGE 01 AMMAN 02166 231202Z 

15 

ACTION OC-05 

INFO OCT-01 NEA-10 ISO-OO CCO-OO OCL-OO SY-05 FBO-02 /023 W 

071075 

O R 231137Z APR 76 
FM AMEMBASSY AMMAN 
TO SECSTATE WASHDC IMMEDIATE 7653 
INFO AMCONSUL KARACHI 

CONFIDENTIAL AMMAN 2166 

DEPT FOR ATO HQ AND A/SY/FO/NSU; KARACHI FOR RCO 
E.O.l 1652: N/A 

TAGS: ACOM. ATRN, OGEN, ASEC 
SUBJ: CCC AIR CONDITIONING 

REF (A) AMMAN 1898 (B) AMMAN 2158 

1 . AS PER REFTEL (A) CCC CHILLER PROBLEMS THE FOLLOWING PARTS 
ARE URGENTLY NEED FOR C&R RESTRICTED AREA FCU'S. 

NEED TWO EACH, MOTOR, FAN BLOWER SPECS: 

UNIVERSAL ECLECTRIC CO„ SERIAL. 12EA69715, MOD. DA2D016N# 

230 VOLTS AC, 50HZ LOAD AMPS 0.980 AMPS., 1075 RPM #3524807 
THERMALLY PROTECTED L. MFG FOR CHRYSLER AIRTEMP FAN COIL UNITS. 

2. FAN MOTORS ARE FOR A FAN COIL UNIT MANFACTURED BY CHRYSLER 
AIR TEMP DIVISION. DAYTON OHIO. 

(A) FAN COIL UNIT MODEL NO HR 800 SERIAL NO. 1J239857 
MOTOR. SP, 230 VOLTS AC LOAD 0.92 AMPS, 50 HZ 1 PHASE 1/25 H.P. 

3. REQUEST THESE BE PURCHASED FROM MFG AND SENT VIA AIR POUCH 
SOONEST. REQUEST NO SUBSTITUTES. 

4. SEABEE SENDS. ADVISE. 

PICKERING 


CONFIDENTIAL 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 23 APR 1976 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: RELEASED 
Disposition Approved on Date: 

Disposition Authority: KelleyWO 
Disposition Case Number: n/a 
Disposition Comment: 25 YEAR REVIEW 
Disposition Date: 28 MAY 2004 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1976AMMAN02166 
Document Source: CORE 
Document Unique ID: 00 
Drafter: n/a 

Enclosure: DG ALTERED 
Executive Order: GS 
Errors: N/A 

Film Number: D7601 54-0472 
From: AMMAN 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1976/newtext/t1 9760431 /aaaababo. tel 

Line Count: 50 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION OC 

Original Classification: CONFIDENTIAL 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: CONFIDENTIAL 
Previous Handling Restrictions: n/a 
Reference: 76 AMMAN 1898, 76 AMMAN 2158 
Review Action: RELEASED, APPROVED 
Review Authority: KelleyWO 
Review Comment: n/a 
Review Content Flags: 

Review Date: 17 JUN 2004 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <1 7 JUN 2004 by izenbei0>; APPROVED <14 OCT 2004 by KelleyW0> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
04 MAY 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: CCC AIR CONDITIONING 
TAGS: ACOM, ATRN, OGEN, ASEC 
To: STATE 
Type: TE 
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